

FILM STRIP WALL FILE F.S.W.F. 90 

Capacity: — 90 Film Strips in Cans 
With Vertical Lettering and Horiontal 
Numbering. Overall Dimensions 17 - 3 A" 
High I9. | / 2 n Wide l-W' Deep. Can be 
attached to wall in single units, two or 
more units can be combined hy bolting 
together to form table file. 

This unit is extensively used for the storage 
of film strip in the Audio-Visual Depart- 
ments of Schools and Colleges through- 
out the country. 

Finish Hammerloid Grey 
Baked Enamel 


1 6mm - 35mm Films Round 400' - 1 600' 
Tapes Squares 7" - 10" 


Finish Hammerloid Grey 
Baked Enamel 


EZELOCK UNIVERSAL 
FILM AND TAPE UNIT 
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CUSTOM MANUFACTURERS OF METAL PRODUCTS 
595 ST. REMI STREET , MONTREAL 30 — TEL. : 931-1385 
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